Ory ag, Sy Uttarakhand State Control Room : 
SS Gy Ney Integrated Disease Surveillance Programme © CRY ID-19 © 
MANadE PLORMAOLSEMGROREEREERUAT EELEDU SENT EG ELEN DRATTTO GI PANETT UE CRET ES Ke OT cA piie MEANS RMMRN RINK 
Date: 13-07-2022 Health Bulletin Time: 6:00 PM 
ER ee Pech a cA Decl ele oe ee 
© Positive Today: 70 #Q Recovered Today: 54 
4 Death Today: 01 42. Active Cases: 383 
S*’’ Sample Positivity today: 6.18% | R% Recovery Percentage: 95.74% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 94316 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 90299 (95.74%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3353 (3.56%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 281* (0.30%) 
5. Number of samples found negative for COVID-19 today: 1063 
6. Total number of samples sent for COVID-19 testing today: 1425 
7. Total number of cumulative samples found negative since 01.01.2022: 1408225 


*Death reported from previous date added in cumulative figure. The death summary is provided today to State COVID-19 Control Room. 
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Detailed Status of Sample Tested 


Negative Negative Positive Positive 
x 8 Cumulative : Cumulative 
in last 24 2 in last 24 5 
ee Since Hears Since 
oo 01.01.2022 ny 01.01.2022 


Dehradun 442 371 385531 34097 419493 
Haridwar 105 | 90 | 313921 13315 327206 
Nainital 136 156 94431 11507 105868 
US Nagar 344 123 143253 8875 152104 
Total 1425 1063 | 1408225 94316 1502239 199 


Almora 4553 4145 2 4 402 
Bageshwar 2096 2003 0 0 93 
Chamoli 3236 3120 7 3 106 
Champawat 1915 1894 0 1 20 
Dehradun 34097 33305 248 177 367 
Haridwar 13315 13009 45 26 235 
Nainital 11507 11381 42 29 55 
Pauri Garhwal 5309 4311 10 19* 969 
Pithoragarh 2569 2423 4 138 
Rudraprayag 2718 2586 0 2 130 
Tehri Garhwal 2411 2036 2 6 367 
U.S. Nagar 8875 8561 14 5 295 
Uttarkashi 1715 1525 9 5 176 
Total 94316 90299 383 281* 3353 


*Death reported from previous date added in cumulative figure. The death summary is provided today to State COVID-19 Control Room. 
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Hospital Wise Death 


eee 2 No. of 
District Name of the Hospitals Deaths 
Pauri PHC, Kaljaikhal *(A) 1 
Tehri Himalayan Hospital, Dehradun 1 
Total 2 
*(A) Pauri(O1): 


PHC, Kaljikhal: 5 July 2022 


*Death reported from previous date added in cumulative figure. The death summary is provided today to State COVID-19 Control Room. 


Check Your 
COVID-19 Test Results Online on report.icmr.org.in 
or Scan the QR Code Below 
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COVID-19 Vaccination 
13 July 2022 


* Sessions Held Today: 655 
* Number of Beneficiaries Vaccinated Today: 8356 
* Total Number of Beneficiaries Partially Vaccinated: 9062712 
* = Total Number of Beneficiaries Fully Vaccinated: 8578728 
*% = Total Number of Beneficiaries Given Precaution Dose: 739931 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae 7 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute us vrs | years tst | | years | ‘3tbtee | and bose | _ Dose ee base nts race [se pea 
te oe pees pees Coverage | Coverage | Coverage | Coverage | Coverage | Coverage ISITE ene Bose 
Dose Dose Coverage | Coverage Dose 
Almora 19061 12287 29222 23465 384217 358295 6024 6034 9959 9763 47576 58 231 
Bageshwar 10123 7863 14134 13214 186386 173117 2515 2521 2323 2403 30575 117 15 
Chamoli 15098 13330 19725 19015 275287 271800 3988 4022 6494 6636 48055 47 140 
Champawat 10697 7699 13488 12696 184884 173762 2255 2318 7588 7532 24063 817 96 
Dehradun 65298 39846 102507 79615 1580807 | 1487747 37248 36728 30672 31322 157381 401 469 
Haridwar 72749 31980 83405 50783 1519444 | 1464475 17788 17637 48475 48468 85292 807 546 
Nainital 41629 26062 53119 41514 759089 741042 14196 14010 20115 20242 65741 576 128 
Pauri 22418 16851 32702 30892 455722 438433 7923 7944 7107 7199 64132 522 551 
Pithoragarh 16118 11975 23752 20915 327950 320078 4096 4115 8321 8417 30478 185 80 
Rudraprayag 8719 6270 12611 11085 174248 160785 2466 2456 2692 2713 19808 39 33 
Tehri 23075 18402 31300 28665 401178 368643 6254 6317 4930 5049 53165 558 409 
US Nagar 61461 51618 93183 90324 1360241 | 1390568 12497 12623 34801 34066 74423 1121 348 
Uttarkashi 13169 9822 18262 16669 237043 227991 3462 3488 5002 5112 39242 45 17 
Total 379615 | 254005 | 527410 | 438852 | 7846496 | 7576736 | 120712 | 120213 | 188479 | 188922 | 739931 | 5293 | 3063 


